FURTHER DEVELOPMENTS IN UNITED STATES
or as one boy stated, 'burning on the side next the furnace and freezing on the other/ they are frequently subject to rheumatism and fall ready victims to pneumonia.
"Of the fearful consequences/' says Mr. Spargo, " there can be no question."
Happily, these conditions have changed, and to visit an Owens machine-equipped factory at night will conclusively demonstrate the truth that child labor in a modern bottle factory is of the past, never to return.
During 1914, President Libbey's annual report for that year states that the number of Owens Machines had then increased to 172 from a beginning of one in 1904. Machine production had advanced in these ten years to:
i/2-oz. Bottles, Round Prescriptions to 60 per minute.
2-oz. Bottles, Round Prescriptions to 52 per minute.
4-oz. Bottles, Round Prescriptions to 40 per minute.
8-oz. Bottles, Round Prescriptions to 36 per minute. 16-oz. Bottles, Round Prescriptions to 28 per minute.
It was also during this -year that the Illinois Glass Company equipped its plant at Gas City, Ind., in addition to its Alton, Illinois, plant.
At the same time, The Charles Boldt Company con-
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